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GSA 1184-63 
& March 1963 


MEMORANDUM FCR: Chief, Materiel Division, OSA 


SUBJECT : Procurement of Radio Equipment for 
Project OXCART 


1. The Communications Staff, OSA, has a reyguirement 
for an additional SSB receiver to permit monitoring of 
operational HF frequencies being used during Headquarters~ 
directed missions. It is requested that procurement be 
initiated for the following equipment. 


1 ea. SSB receiver, Model 51-51 


This receiver is not in Agency stock. Approximate cost 
is $1,500. The manufacturer is Collins Radio Company, 
Cedar Rapids, lowa. 


25x 2. Applicable allotment for this procurement is 
3161-2006-5310. This equipment should be delivered to 

for T & I and temporary 

field location. Additional 


25X1 aetoseation on this procaranent = be obtained from 


25X11 


Chief, 


“OSA-DD/R 


Distribution: 
Original - Addressee 25x 
i -~ COMMO L-2 
1 —- COMMG Chrono 


25X11 


—_— 


OSA/COMMO, 
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